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ilder  Mark  E.  Petersen,  member  of  the  Council  of  the 
A,,  e,  is  Wednesday’s  devotional  speaker.  He  is  a newspaper- 
py  profession  and  for  many  years  worked  as  managing 
1 of  the  Deseret  News,  the  Salt  Lake  City  daily  newspaper 
j..  Ificial  organ  of  the  Church. 

LDER  PETERSEN  also  served  for  many  years  as  general 
*er  of  the  newspaper  and  at  present  is  serving  as  presi- 
dent of  the  Deseret  News  Pub- 
lishing Co.  which  operates  Nnot 
only  the  newspaper,  but  one  of 
the  largest  commercial  printing 
plants  in  . the  Western  United 
States.  He  is  also  vice  president 
of  the  Publisher’s  Paper  Co.,  of 
Oregon  City,  Ore. 

A native  of  Utah,  Elder  Peter- 
sen  was  born  in  SalJ  Lake  City 
Nov.  7,  1900  and  has  been  active 
™ in  the  Church  throughout  his 

life.  He  fulfilled  a mission  to 
Canada  in  1920-22  and  was  a 
member  of  the  high  council  of 
Liberty  Stake  from  1930-36, 
counselor  in  the  Liberty  Stake 
Presidency,  1936-41;  member  of 
Highland  Stake  High  Council, 
1941-43,  and  a member  of  the 
Sugar  House  Stake  Presidency, 
1943-44.  He  was  called  to  the 
Council  of  the  Twelve  Apostles 
in  April,  1944. 

LONG  ACTIVE  in  genealogi- 
cal work,  Elder  Petersen  has 
been  on  the  board  of  directors  of 
the  Genealogical  Society  of  Utah 
since  1933,  and  has  continued  as 
vice  president  of  that  society 
from  1950  until*  the  present. 

He  has  been  prominent  in  civ- 
ic and  business  affairs  in  Salt 
Lake  City.  To  mention  a few,  he 
has  served  on  the  board  of  gov- 
ernors of  the  Salt  Lake  City 
Chamber  of  Commerce  and  in 
various  capacities  in  the  Kiwanis 
Club. 
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Mark  E.  Petersen  ...  to 
Wednesday  at  devotional. 


SCOW,  March  22— (UPI) 
nier  Nikita  S.  Khrushchev 
:ed  his  bags  today  in  an 
phere  of  goodwill  for  his 
France  tomorrow, 
sians — from  ballerinas  to 
y foremen — kept  up  a cho- 
avowals  of  Soviet-French 
ship  that  began  long  be 
Khrushchev’s  reported  ill 
last  week  delayed  apd 
oed  his  first  visit  to 

1 SOVIET  press  avoided 
mention  of  the  scheduling 
ilties  reported  in  Western 
lapers.  “France  is  waiting 
S.  Khrushchev”  .was  the 
ne  in  almost  every  news- 


newspaper  Evening  Mos- 
:ported  a Soviet  film  com- 
|s  already  in  Paris  shooting 

I for  a color  documentary 

“N.  S.  Khrushchev 
” — presumably  a sequel  to 
Khrushchev  in  America” 
{.  I.  Mikoyan  in  Mexico,” 
, lovies  which  have  been 
J hits  here. 
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n Negro  View 
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ert  B.  Fritz,  president  of 
$ ftah  chapter  of  the  Na- 
Association  for  the  Ad- 
ment  of  Colored  People 
^.CP),  will  be  guest 
r at  the  regular  meeting 
Provo  Public  Affairs 
a Tuesday  at  8 p.m. 
'gham  Young  University 
its  have  been  invited  to 
the  lecture  and  partici- 
in  the  discussions  at  the 
ng,  which  will  be  in  308 
’"bounty  Bldg.,  First  South 
niversity  Ave.  Fritz  will 
it  the  current  civil  rights 
from  the  standpoint  of 
* egro  people. 


LAWN  LEARNING — One  of  nature’s  greatest  gifts  to  man 
— springtime — has  been  given,  and  these  Y students  take 
advantage  of  her  generosity.  It’s  pleasant  to  absorb  know- 
ledge while  absorbing  the  fragrance  and  warmth  of  spring. 


Samuelsen,  Baritone, 
Sings  at  First  Concert 


The  Utah  Concerts  Council 
will  present  the  first  of  three 
concerts  Wednesday  at  8:15  p.m. 
in  Smith  Auditorium.  The  pro- 
gram will  feature  Hoy  Samuel- 
sen, baritone  at  Brigham  Youn% 
University. 

THE  OTHER  concerts  all  fea- 
turing Samuelsen,  winner  of  the 
1960  Utah  Concerts  Council  Au- 
ditions, will  be  held  April  11  at 
Ogden  High  School  under  au- 
spices of  Ogden  Community 
Concert  Association  and  Weber 
College  Lecture  and  Artist  Ser- 
ies and  on  April  18  at  University 
of  Utah  under  auspices  of  Gran- 


Comedian,  Lecturer . . . 


Gerald  Moore  Stresses  Uses 
Of  Piano  Accompaniment  Arts 


by  Irene  Brietigam 
Associate  News  Editor 

Gerald  Moore,  an  English  ac 
companist,  lecturer,  pianist  and 
comedian,  said  that  accompani 
ment  was  the  use  of  piano  parts 
to  paint  a picture  and  create  an 
atmosphere. 

Moore  spoke  to  Monday’s  For- 
um assembly  crowd  in  the  Smith 
Fieldhouse. 

“NO  ONE  looks  at  the  ac- 
companist during  a perform- 
ance,” he  further  declared,  “in- 
stead they  admire  the  slender 
figure  of  the  charming  lady  sing- 
er. The  curve  in  the  piano  was 
made  to  order  for  some  singers.” 

One  of  the  accompaniments  he 
played  was  “The  Venetian 
Song.”  It  was  to  portray  the 
sway  of  the  figure  as  he  paddled 
the  boat  and  the  surging  of  the 
water  providing  rhythm. 

Another  phase  of  accompani- 
ment is  to  understannd  what  the 
words  are  that  the  singer  sings. 

Two  other  points  Moore  em- 
phasized during  his  speech  was 
problems  of  balance  between 
singer  and  piano.  This  means 
either  the  accompaniment  being 
too  loud  and  drowning  out  the 
singer  or  the  opposite — the  sing- 
er singing  too  loud  and  drowning 
out  the  accompaniment.  Once  at 
an  opera  Sir  Thomas  Meecham 
said  he  drowned  out  the  singers 
in  the  interest  of  the  public. 
Balance  should  not  be  too  loud 
or  too  soft. 

“TRANSPOSING,”  Moore  con- 
cluded, “is  putting  music  on  the 


stand  which  is  written  in  one 
key  and  the  accompanist  plays  it 
in  another  key — intentionally.” 
Notes  on  the  printed  page  do  nbt 
change.  An  example  of  this  play- 
ing “Coming  Through  the  Rye” 
in  F sharp  when  it  is  usually 
played  in  C. 

Moore,  born  in  Hertfordshire, 
England,  received  his  early  mu- 
sical training  in  Canada  where 
he  toured  as  “The  remarkable 
English  boy  pianist.”  During 
World  War  II,  he  gave  nearly 
100  performances  at  the  National 
Gallery  concerts  in  London. 


ite  Arts  Association  and  Univer- 
sity of  Utah  Extension  Division. 

Carl  Fuerstner,  member  of  the 
BYU  music  faculty  and  noted 
concert  pianist,  composer  and 
conductor,  will  be  accompanist 
for  all  three  concerts. 

THIS  IS  THE  fifth  series  pre- 
sented by  the  Utah  Concerts 
Council.  The  Council  is  com- 
posed of  all  ma- 
jor concert  man- 
agement groupsj 
in  the  state. 

Members  are] 

Brigham  Young| 
University, 

Granite  Arts  As- 
sociation, Ogden 
C o mm  unity 
Concert  Assocl- 

®alt.  La.ke  SAMUELSEN 
Civic  Music  As- 
sociation, Snow  College,  Taber- 
nacle Choir,  University  of  Utah 
Extension  Division,  Utah  State 
University  - Cache  Valley  Civic 
Music  Association,  Utah  Sym- 
phony, and  Weber  College  Lec- 
tures and  Artist  Series. 

The  Council  conducts  auditions 
each  year  for  young  Utah  talent 
to  be  presented  in  the  series  of 
concerts.  This  organization, 
which  brings  the  finest  artists 
and  lecturers  in  the  world  to 
Utah,  uses  this  means  to  aid 
young  Utah  artists  in  pursuing 
their  careers. 

USUALLY  two  or  three  artists 
are  chosen,,  but  this  year  it  was 
felt  that  Samuelsen  merited  a 
solo  concert. 


U.S.  Seeks 
Red’Aye'on 
'Open Skies’ 

GENEVA,  March  22 — (UPI) — * 
The  West  reached  back  nearly 
five  years  today  to  ask  the  Rus- 
sians if  they  now  were  ready  to 
accept  the  “open  skies”  type  of 
inspection  over  disarmament 
first  proposed  by  President  Ei- 
senhower. 

French  delegate  Jules  Moch 
and  Canadian  delegate  Gen.  E. 
L.  M.  Burns  spoke  for  the  West 
as  the  10-nation  East-West  Dis- 
armament Conference  went  into 
its  sixth  session. 

BURNS  AND  MOCH  chose 
specific  examples  in  an  attempt 
to  wring  from  the  Russians  de- 
tails of  just  what  international 
inspection  and  controls  they 
would  be  willing  to  permit  under 
a worldwide  disarmament  pro- 
gram. 

President  Eisenhower  first  pro- 
posed the  “open  skies”  plan  — ■ 
aerial  surveys  and  mapping  of 
each  other’s  territory — at  the 
summit  conference  here  in  1955. 
Soviet  Premier  Nikita  S.  Khrush- 
chev quickly  rejected  it  at  the 
time. 

THE  SOVIET  BLOC  has  insist- 
ed it  is  in  favor  of  international 
controls  but  each  time  the  West 
suggests  a specific  measure  the 
Russians  label  it  an  attempt  at 
military  reconnaissance  or  espi- 
onage 

Western  sources  today  inter- 
preted a move  by  Soviet  delegate 
Valerian  Zorin  yesterday  as  an 
attempt  to  maneuver  the  West 
into  accepting  the  latest  Khrush- 
chev plan  as  a basis  for  the  dis- 
armament talks. 

UNDER  prodding  from  Brit- 
ain’s David  Ormsby-Gore  to  say 
why  the  Russians  had  proposed 
the  scrapping  of  nuclear  weap- 
ons as  part  of  the  last  phase  of 
disarmament,  Zorin  said  the 
Russians  were  willing  to  shift 
ground  on  this. 

He  said  the  Khrushchev  plan 
was  quite  “flexible”  and  if  the 
West  wanted  to  ban  nuclear 
weapons  right  away  and  destroy 
nuclear  stockpiles  as  a first  step 
the  Soviets  would  not  object. 

ONE  OF  HIS  aides,  Alexei 
Roschin,  reminded  newsmen  af- 
terward that  the  Russians  four 
years  ago  proposed  banning  nu- 
clear weapons  as  a first  step  but 
the  West  objected  on  the  ground 
it  would  be  left  at  the  mercy  of 
Russia’s  vast  ground  forces. 


Apple,  Rat,  Water  Let  Students  In 


The  “core  of  an  apple,”  a “dead  rat  and 
a string  to  swing  it  with”  and  a few  drops  of 
“spunk  water”  are  all  the  admission  required 
for  the  Brigham  Young  Youtheatre  production 
of  “Tom  Sawyer”  playing  this  week  in  College 
Hall,  announced  Dr.  Albert  O.  Mitchell,  direc- 
tor. 

ACTUALLY,  BYU  students  may  see  Mark 
Twain’s  classic  by  presenting  their  activity 
card,  continued  Mitchell,  and  students  are  es- 
pecially invited  to  come  to  the  performances 
Thursday  night  at  7:30  or  Saturday  morning 
at  10  a.m. 

“The  wide  range  of  appeal  of  “Tom  Saw- 
yer” has  always  amazed  me;  I think  adults 
possibly  get  more  out  of  it  than  the  children 
do!”  said  Mitchell.  The  play  is  of  special  inter- 
est to  prospective  elementary  or  junior  high 
teachers,  as  well  as  future  high  school  litera- 


ture instructors,  he  went  on,  and  might  be 
the  only  chance  they  ever  get  to  see  the  classic 
in  play  form. 

BYU  STUDENTS  seen  in  the  adult  roles 
will  include  Deanna  Turner  as  Aunt  Polly,  San- 
dra Ward  as  Mrs.  Harper,  Nancy  Higginson 
as  Mrs.  Thatcher,  Ed  Vaughan  as  Judge 
Thatcher,  Elaine  Rogers  as  the  Widow  Doug- 
las and  Dee  Dearinger  as  the  schoolteacher. 

Also  playing  the  adults  in  the  cast  are  Rog- 
er Bale  as  Muff  Potter,  Frank  Hatch  as  Injun 
Joe,  Owen  Jensen  and  Merril  Carter  as  law- 
ers,  Dale  Hilton  as  Dr.  Robinson  and  Ron 
Pierce  as  the  sheriff. 

THE  PRODUCTION  will  involve  14  scene 
changes  in  an  hour  and  a half,  Mitchell  said, 
he  cast  consists  half  of  children  playing  the 
children’s  parts,  and  half  of  BYU-  students 
in  the  adult  roles. 
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Unsigned,  editorials  are  the  objective  thoughts  of  the  editor , 
written  to  inform,  influence  and  entertain.  The  editor  assumes 
personal  responsibility  for  matter  therein  contained. 


First  Things  First 

How  important  these  grades? 

California  legislators  are  in  the  process  of  passing  a 
hill  which  will  limit  applicants  for  the  University  of  Cal- 
ifornia (both  campuses)  to  the  top  twelve  and  one  half 
per  cent  of  their  graduating  high  school  class. 

Harvard,  Yale  and  Princeton  each  screen  nearly  5,000 
applications  every  year  to  fill  approximately  1000  spaces 
allowed  for  freshmen. 

Basis  of  choice  for  all  of  these  schools  is  not  good 
grades  in  high  school.  Stiff  testing  based  on  the  percentile 
system  is  their  method  of  choice.  It  is  the  opinion  of  these 
institutions  of  higher  learning  that  knowledge  is  more 
important  than  grades. 

According  to  an  article  in  the  March  7 issue  of  “Time” 
magazine  only  one  or  two  percent  of  those  admitted  to 
Columbia  drop  out  by  the  end  of  their  freshman  year. 
Some  state  schools  on  the  other  hand  occasionally  lose  as 
many  as  50  per  cent  of  their  freshman  class  the  first  year. 
Their  only  -criteria  for  admittance  frequently  has  been 
past  recorded  grades  of  high  school  work. 

Why  does  the  A grade  seem  to  become  so  important 
to  many  students  both  in  high  school  and  college?  A re- 
port in'  “Post”  magazine  recently  indicated  that  40  per 
cent  of  all  college  students  cheat  regularly.  Unofficial  re- 
ports indicate  that  this  campus  is  not  a great  deal  better 
than  this  national  figure.  This  trend  cannot  be  attributed 
to  the  attempt  to  gain  knowledge  since  this  would  obvious- 
ly be  impossible.  Cheating  stems  from  some  form  of  wor- 
ship of  the  “A”  grade. 

Idol  worshipers  have  been,  according  to  historians, 
some  of  the  world’s  most  devout  worship  enthusiasts. 
Although  they  put  great  fervor  into  their  worship  we  can 
agree  that  it  was  quite  in  vain.  A stone  God  cannot  teach, 
inspire,  heal,  bless,  guide  or  lead  anyone. 

Similar  to  a stone  idol,  the  “A”  grade  cannot  bring 
enlightenment,  education,  leadership,  moral  or  mental 
success.  In  an  era  of  fads,  trends  and  racing  along  after 
the  Joneses  it  seems  quite  reasonable  to  lose  sight  of  the 
real  goal  in  education.  The  symbol  has  become  the  goal 
rather  than  pursuing  the  true  objective. 

Mastery  of  the  problem,  mastery  of  the  course  should 
be  the  objective.  If  you  succeed  the  reward  will  follow.  If 
you  fall  short  increased  effort  must  be  expended.  If  you 
still  are  unable  to  achieve  this  goal  do  not  settle  for  scho- 
lastic idolatry.  Accept  your  temporary  failure  similar  to 
the  way  Babe  Ruth,  immortal  baseball  star,  accepted  a 
strike  out.  He  continued. batting  knowing  that  each  strike- 
out brought  him  that  much  closer  to  another  home  run 
. . . the  law  of  averages  worked  for  him  and  it  will  work 
for  you. 

It  can  all  be  summed  up  in  attitude.  What  do  you 
want,  an  education  or  an  “A”  grade?  They  may  not  be 
the  same. 

Glenn  Davis 


Pro  Views 
Given  On 
BYU-NSA 

Editor’s  note:  Followwing  article  ans- 
wers some  of  charges  brought  up  rec- 
ently concerning  the  United  States  Na- 
tional Students  Association  of  which 
Brigham  Young  University  is  a member. 
This  is  the  first  of  a three  part  series 
of  articles  by  NSA  supporters. 

by  David  Young  and  Judy  Shell 
Written  for  the  Daily  Universe 

In  his  “Cougar  Politics”  of 
March  3,  1960,  Jeddy  LeVar 
charged  that  “many  circles  have 
leveled  some  serious  charges 
against  the  National  Student  As- 
sociation.” As  representatives  of 
NSA  we  would  like  to  analyze 
and  answer  Mr.  LeVar’s  charges. 
The  charges  presented  by  Mr. 
LeVar  are  as  follows: 

1.  NSA  is  a communist  influ- 
enced organization. 

2.  The  members  of  NSA  are 
‘idealistic,”  ‘theoretical,”  “off 
in  the  clouds,”  and  “that  they 
played  right  into  the  hands  of 
the  few  who  could  rightly  be 
termed  Communist.” 

3.  “NSA  is  meddling  in  af- 
fairs when  those  affairs  do  not 
rightly  concern  an  organization 
of  this  type.” 

4.  “They  (as  NSA  members) 
have  strayed  far  from  their  pri- 
mary purpose’  of  serving  the 
students  of  the  United  States  as 
their  official  voice,  and  have  en- 
tered -fields  of  national  affairs 
to  such  an  extent  that  the  or- 
ganization is  drawing  fire  from 
many  circles.” 

DRAWING  conclusions  from 
Mr.  LeVar’s  article  one  can  read- 
ily see  that  the  NSA  members 
are  communist  dupes,  incompe- 
tent “off  in  the  clouds”  students. 

This  presents  the  question, 
just  who  are  the  representatives 
of  NSA?  They  are  the  elected 
student  body  officers  of  400 
member  schools. 

THE  USNSA  leaders  from  last 
year  include:  Robert  Kiley, 

tPresident,  who  was  named  No- 
tre Dame’s  outstanding  student 
and  graduated  magna  cum  laude 
of  his  class;  Diane  Hatch,  execu- 
tive vice  president,  Brigham 
Young  University;  the  remaining 
officers  have  held  positions  as 
studentbody  president  of  UCLA, 
student  affairs  president  of  Har- 
vard, student  vice  president  and 
campus  newspaper  editor  at 
Trinity  College,  studentbody 
president  of  St.  Johns  Univer- 
sity. Now,  who  is  off  in  an 
idealistic  cloud? 

MR.  LEVAR  quoted  from  the 
J.  B.  Matthews  statement  to  back 
up  his  charge  of  Red  domina- 
tion of  NSA.  Who  was  J.  B. 
Matthews?  He  was  an  investi- 
gator for  Senator  McCarthy’s 
committee,  and  was  later  fired 
for  charging  that  some  4,000 
church  leaders  were  commun- 
ist. 

Contrast  this  with  the  follow- 
ing: 

“I  WAS  GLAD  to  hear  of  the 
National  Students  Association’s 
proposal  for  developing  in  the 
student  community  a better 
knowledge  of  the  - issues  con- 
fronting higher  education — is- 
sues that  were  emphasized  in  the 
recent  report  of  the  Committee 
on  Education  Beyond  the  High 
School. 

It  is  very  satisfying  to  me  to 
see  the  responsible  and  mature 
reactions  of  your  organization  to 
these  problems. 

THE  FACT  that  your  program 
provides  opportunity  for  enlist- 
ing the  fresh  thinking  and  vig- 
orous dedication  of  a million 
young  people  in  our  colleges  and 
universities  makes  this  one  of 
the  most  promising  efforts  un- 
dertaken in  this  area  of  endeav- 
or.” 

Dwight  D.  Eisenhower 
1957-58 

“The  United  States  National 
Student  Association  has  devel- 
oped and  matured  during  the 
past  ten  years.  Through  your  ad-, 
herence  to  the  principles  of  your 
organization  and  a large  measure 
of  enthusiastic  willingness  to 
work,  the  horizons  of  American 
Students  have  been  broadened 
and  the  Nation  and  World  have 
profited. 

Richard  Nixon 
1957-58 
(To  be  continued) 


Safety  Valve 

by  the  Readers 


Likes  Some  Poetry 


Dear  Editor: 


Lest  Dr.  Larson’s  interpreta- 
tion of  my  appreciation  for  po- 
etry become  too  narrow,  let  me 
say  that  I not  only  enjoy  poetry 
in  English,  but  in  Spanish,  Port- 
uguese, French  and  even  in-Ger- 
man, when  the  poet  has  not  in- 
tentionally hidden  behind  some 
symbolistic  jingoism  that  only  he 
understands. 

I SUBMIT  that  the  great  read- 
ing public  which  includes  uni- 
versity students  and  professors 
would  read  and  enjoy  a great 
deal  more  poetry  if  they  didn’t 
have  to  take  course  in  order  to 
find  out  what  people  like  T.  S. 
Eliot  are  saying. 

Take  a lesson  from  the  Span- 
ish speaking  world.  Throughout 
Latin  America  today  the  daily 
newspapers  carry  poetry  that  is 
read  and  understood  by  the  vast 
majority. 

MY  ONLY  plea  to  Dr.  Larson 
is  that  while  he  and  his  modern 
poets  are  searching  for  new  lev- 
els of  consciousness  in  the 
ethereal  realms  that  they  drop 
their  intellectual  pose  occa 
sionally  and  give  us  some  honest 
to  goodness  poetry  which  we  can 
enjoy  because  of  its  simplicity 
and  beauty!  > 


are  receiving  for  the 
tuition  fee. 

Many  others  I have  t 
are  in  similar  situations 
know  what  the  cause - 
conditions  is,  but  isn’ 
some  way  they  can  be  re 
Paul  S< 


Didn’t  Say  I 


R 


Dear  Editor, 

The  Daily  Universe  of  1 
March  11,  quoted  me  as 
said,  “In  the  opinion  4 
court  (IOC)  there  is  one  j 
zation:  ASBYU,”  and  “It 
possible  for  any  group  to* 
benefits  of  ASBYU  withe 
ing  responsible  to  it.” 

I WOULD  like  to  make  j 
that  I did  not  make  such  £ * 
ment.  As  an  associate  IOC  1 
justice  and  as  a member 
ASBYU  Senate  assigned 
vestigate  the  status  of  to 
in  relation  to  the  studa 
government,  I am  deeplj 
ested  in  the  issue  brought 
the  supreme  court. 

Only  when  all  pertini 
formation  has  been  obtaiil 
studied  will  I be  ready  t 
my  opinion. 

I have  not  and  shall  nol 
a statement  of  the  IOC  I f. 
opinion  because  I have  ? 
authority  to  do  so. 


March  22, 


LITTLE  MAN  ON  CAMPUS 


Ernest  J.  Wilkins 


Takes  Exception 

Dear  Editor: 

In  past  weeks  much  has  been 
said  about  the  efficiency  and 
order  of  registration.  I won't 
deny  that  registration  is  taking 
place  efficiently  and  in  order, 
but  what  kind  of  order? 

IF  YOUR  sir  name  starts  with 
any  letter  from  A to  M you  are 
probably  among  those  that  feel 
registration  is  in  order  and  very 
efficient.  However,  if  you  are 
unfortunate  enough  to  have  a 
sir  name  that  starts  with  a let- 
ter passed  M,  you  begin  to  won- 
der about  the  efficiency  and  or- 
der of  the  program. 

My  case  in  point.  Upon  going 
through  my  registration  process, 
I was  informed  that  the  only 
class  left  open  in  a particular 
department  was  a night-class. 
Well,  first  of  all  I have  a family 
and  had  my  classes  arranged  so 
that  I could  work.part  time  and 
still  go  to  school.  But,  now  I 
must  either  forfeit  the  class, 
which  is  a follow  up  of  one  of 
my  classes  last  quarter,  or  find 
another  job.  To  top  this  off,  since 
this  class  is  a five-hour  class  it 
is  going  to  cost  me  an  extra  $10 
to  take  the  same  course  others 


Dennis  Wa 


Pretty  Pranks 

Dear  Editor, 

In  answer  to  Miss  Lane  * 
ter  concerning  pranks,  | 
in  the  Safety  Valve  on., 
11: 

WE  THOROUGHLY  e 

your  comments  as  to  whal  ft: 
ish  pranks  college  1 tr.- 
should  perpetrate. 

You  seem  to  be  rather 
sistent  in  your  suggestion 
condemn  pranks,  but  on  ^ ^ 
er  hand  you  suggest  .i  t ' 
which  when  compared  to 
raids”  are  equally  uncq  ™ 
tive  and  more  childish.  | 
We  also  appreciate  the  l * 
scension  involved  in  cla§  \ < 
all  Helaman  Halls  residt  J 
“clods.”  Oh  well,  we  cj 
be  perfect.  . . . 

Ellis  Hall  | ;; 

Ralph  Tayl 

3P- 
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! privileges  autherized  at  PrfflM  * 
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oncerf  Band 
a w on  Tour 
Ore.,  Wash. 

ie  Brigham  Young  Univer- 
: Concert  Band  is  now  on  an 
t-performance  tour  in  the 
thwest  until  Saturday. 

HE  BAND  played  first  at 
ie,  Idaho,  Friday;  at  Ontario, 
, Saturday  and  Sunday,  and 
LaGrande,  Ore.,  Monday, 
ir  next  stop  is  Portland,  to- 
Tacoma,  Wash.,  Wednesday; 
tie,  Thursday;  and  Spokane, 
‘lay. 

nown  as  one  of  the  finest 
ds  in  the  western  states,  the 
J -Concert  Band  has  previ- 
y toured  in  Canada,  Mon- 
, Idaho,  Wyoming,  Nevada, 
i|on,  California,  Arizona  and 
:>rado. 

WO  YEARS  ago  the  band 
ed  at  the  National  Conven- 
of  the  Music  Educators  Na- 
lal  Conference  in  Los  An- 
s,  where  the  BYU  concert 
; considered  one  of  the  out- 
ding  events  of  the  conven- 

e band,  which  has  performed 
adio  and  television,  has  had 
rings  played  on  the  “BYU 
cert  Hall”  radio  series  over 
/ork  stations  covering  the 
;ern  half  of  the  United 


J 


- 


'■  -'6 


vours: 


s is  the  B-52.  Advanced  as  it 
1 r be,  this  airplane  has  one  thing 
ommon  with  the  first  war- 
leys  of  ancient  Egypt... and 
i the  air  and  space  vehicles  of 
future.  Someone  must  chart  its 
rse.  Someone  must  navigate  it. 
or  certain  young  men  this  pre- 
s a career  of  real  executive 
ortunity.  Here,  perhaps  you 
have  the  chaftce  to  master  a 
fession  full  of  meaning,  excite- 
it  and  rewards ...  as  a Naviga- 
in  the  U.  S.  Air  Force, 
o qualify  for  Navigator  train- 
as  an  Aviation  Cadet  you  must 
n American  citizen  between  19 
26H— single,  healthy  and  in- 
gent.  A high  school  diploma  is 
lired,  but  some  college  is  highly 
rable.  Successful  completion  of 
training  program  leads  to  a 
mission  as  a Second  Lieuten- 
. .and  your  Navigator  wings, 
f you  think  you  have  what  it 
s to  measure  up  to  the  Avia- 
Cadet  Program  for  Naviga- 
training,  see  your  local  Air 
ce  Recruiter.  Or  clip  and  mail 
coupon. 

re’s  a place  for  tomorrow’s 
fers  on  the  -w-  -y 
stsi'l  } o space  Team.  I J L ’ 

^ir  rorce 


. 


MAIL  THIS  COUPON  TODAY 
kVIATION  CADET  INFORMATION 
n 1 iEPT.  SCL03A 

• 30X  7608,  WASHINGTON  4 ,D.C. 

,il‘  am  between  19  and  26V2,  a citizen 
if  the  U.S.  and  a high  school  graduate 
.years  of  college.  Please 


“WATCH  YOUR  THUMB’’— Claudia  Cox  wields  the  ham- 
mer as  Ben  Patten  gets  his  finger  pounded  while  he  helps 
prepare  a painting  for  the  Art  Guild  exhibit.  Entries  for 
the  show,  which  will  be  in  April,  will  be  taken  until  March 
27  in  345  Education  Bldg,  on  lower  campus  for  a $1  fee. 


Wilkinson  Says  Mormon  Church 
Sees  Importance  of  Agriculture 


The  importance  of  agriculture 
has  always  been  recognized  by 
the  Church  of  Jesus  Christ  of 
Latter-day  Saints,  President  Er- 
nest L.  Wilkinson  of  Brigham 
Young  University,  told  Land 
Bank  Association  officials  rec- 
ently. 

“When  Church  members  first 
arrived  in  Utah,  President  Brig- 
ham Young  insisted  that  they 
remain  close  to  the  land,”  he  re- 
lated. 

THE  FEDERAL  Land  Bank 
Association  of  Provo  was  host  to 
the  Regional  Director’s  Confer- 
ence held  at  BYU  Thursday  and 
Friday. 

President  Wilkinson  said  the 
basic  attitude  of  the  Church  is 
also  reflected  in  the  stress  which 
is  placed  on  the  ownership  and 
operation  of  welfare  farms. 


“BYU  also  places  considerable 
emphasis  on  the  importance  of 
agriculture  in  its  curriculum,” 
he  said,  and  pointed  out  that  ag- 
ricultural subjects  have  been 
taught  at  the  Provo  school  since 
1902. 

HE  SAID  a survey  among  66 
of  the  70  land-grant  colleges  and 
17  major  non-land  grant  schools 
$hows  BYU  ranks  24th  in  the 
number  of  students  enrolled  in 
agriculture,  15th  in  the  number 
of  majors  in  animal  husbandry 
and  6th  in  the  number  of  majors 
in  agronomy. 

“In  the  Intermountain  West, 
BYU  was  foremost  in  enrolled 
agronomy  majors,  and  second 
only  to  Colorado  State  Univer- 
sity in  the  number  of  students 
enrolled  in  the  College  of  Agri- 
culture and  in  animal  husbandry 
majors, “'he  said. 


the  Sky 


for  men  with  math  through  Calculus  interested  in  eventually 
earning  about  3.1416  times  as  much  money  in  Actuarial 
Science  as  in  almost  any  other  profession.  Here's  our 
proposition: 

I960  graduates  hired  for  our  coordinated  "work-study" 
program  will  be  trained  in  various  types  of  of  actuarial 
work  as  well  as  enrolled  in  our  Actuarial  Science  School. 
Classes,  conducted  during  working  hours,  incude  Calculus, 
Probability  and  Statistical  Inference,  Finite  Differences, 
etc.,  and  are  taught  by  a highly  qualified  college  professor 
of  actuarial  science. 

In  addition  to  classroom  time,  each  student  is  granted  90 
hours  of  office  study  time  each  year  to  prepare  for  the 
national  actuarial  examinations.  (Job,  School  and  Study 
Time  all  at  full  salary,  of  course.) 

If  you'  would  like  some  hard  facts  about  the  shortest 
distance  between  Campus  and  Career,  drop  me  a line  and 
let  me  tell  you  how  you  can  cut  yourself  a generous  slice 
of  the  pie. 


WRITE:  RALPH  NELSON,  PERSONNEL  DIRECTOR 

OCCIDENTAL  LIFE  INSURANCE  CO.  OF  CALIF. 

1151  S.  Broadway,  Los  Angeles,  California 
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Executive  Lecture  Talks 


Begin  Thursday  Evening 


The  annual  Executive  Lecture : 
series  opens  tomorrow  with  its 
first  meeting  scheduled  for  5:30 
p.m.  in  270  Eyring  Science  Cen- 
ter. The  series  is  sponsored  by 
the  Brigham  Young  University 
College  of  Business  with  the  first 
guest  lecturer,  Floyd  B.  Odium, 
slated  to  speak  at  Thursday’s 
meeting. 

ODLUM,  chairman  of  the 
board  and  chief  executive  of  the 
Atlas  Corporation,  New  York 
City,  will  use  as  his  topic, 
“Uranium  and  its  Bearing  on 
Standards  of  Living.” 

Top  executives  from  through- 
out the  nation  will  speak  at  this 
11th  annual  event  which  will  be 
held  on  various  dates  through 
May  12.  Registration  is  at  the 


Adult  Education  and  Extension 
Services,  and  a bound  volume  of 
the  lectures  will  constitute  the 
text  for  the  course.  One  credit 
hour  will  be  given. 

Some  of  the  lecturers  and 
their  subjects  scheduled  for  the 
series  are  Robert  N.  Sears,  as- 
sistant to  executive  staff,  Phil- 
lipps  Petroleum  Co.,  Bartlesville, 
Okla.,  “Preparing  for  Leader- 
ship in  Business”;  A.  Bruce 
Matthews,  partner-in-charge  of 
Denver  'office,  Arthur  Anderson 
and  Co.,  Denver,  Colo.,  “Ac- 
counting at  the  Crossroads”; 
James  A.  Cullimore,  owner  of 
“Oklahoma’s  Furniture  Show- 
place,”  Oklahoma  City,  Okla., 
“New  Trends  in  Modern  Mer- 
chandising.” 


DAILY  UNIVERSE  ERROR 

GOLF 

Complefp  set  of  2 Wilson  Woods  and  5 Irons 
plus  Bag  and  3 Golf  Balls 
Not  $5.95  — But  $59.95 

MILLER’S  SPORTING  GOODS 

44  East  5th  North  FR  3-5960 


As  low  as  $774  from  New  York  ...  40  days 

Now  Pan  Am  is  offering  a fabulous  series  of  special  student 
tours  that  feature  the  new  Boeing  707  Jet  Clippers*— 
world’s  fastest  airliners— between  New  York  and  Europe. 
No  extra  fare  for  the  extra  speed  and  comfort. 

Of  all  the  areas  of  the  world,  Europe  is  most  suited  to 
the  type  of  unusual,  adventurous  travel  you  want.  There 
are  literally  dozens  of  tours  for  you  to  choose  from,  many 
offering  academic  credits.  And  what’s  more,  there’s 
plenty  of  free  time  left  for  you  to  roam  about  on  your  own. 

From  Midwest  and  West  Coast  Cities,  other  direct 
Pan  Am  services  are  available  on  radar-equipped,  Douglas- 
built  “Super-7”  Clippers. 

Call  your  Travel  Agent,  Pan  American,  or  send  in  the 
coupon  below  for  full  information.  .Trade-Mart , Reg. u. s. p»t. o«. 


Send  to: 

George  Gardner,  Educational  Director 
Pan  American,  Box  1908,  N.  Y.  17,  N.  Y. 
Please  send  free  Pan  Am  Holiday  #405  book- 
let on  Special  Student  Tours  to  Europe. 


Street — 
City— 


-WORLD’S  MOST  EXPERIENCED  AIRLINE — 
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FURNISHED  pleasant  three  bedroom  hoi 
Lovely  lot,  at  358  S.  State,  Or« 
$85.00.  Call  ext.  2019  BYU  or  FI 

7014, * 

LOVELY  three  bedroom,  fully  carpe 
home.  Share  with  three  other  gl 
Excellent  location.  FR3-5081.  I* 


MEALS 


DISTANCE  DEMON— Gary  Griffeth  captured  first  in  two- 
mile  for  Cougars  Saturday.  J5YU  beat  New  Mexico  79-52. 


'60 M-Men  Derby  Begins 


Former  BYU  basketballer 
Russ  Jones  hooked  in  27  points 
Monday  night  to  lead  Edgemont 
Third  Ward  of  Provo  to  a 69-59 
victory  over  perennial  contender 
Mesa  15th  on  the  opening  night 
of  play  in  the  1960  All-Church 
Senior  Basketball  tournament. 

IN  THE  OPENING  game  of  a 
double-header,  Bennion  Ward  of 
Salt  Lake  City  came  from  behind 
in  the  final  quarter  to  defeat 
Spanish  Fork  8th,  70-66. 

The  tournament  continues 
Tuesday  with  14  games  sched- 
uled in  Smith  Fieldhouse.  First 
games  begin  at  11  a.m. 

Brigham  Young  University 
students  will  be  admitted  to 
th»  tournament  on  their  ac- 
tivity cards. 

The  rangy  Edgemont  squad 
and  Mesa  battled  on  even  terms 
for  most  of  the  first  half  before 
the  Provoans’  height  began  to 
spell  the  difference. 

Jones,  6-5,  Tom  White,  6-5, 
and  Ralph  Bonham,  6-3,  led  the 
Edgemonters  as  they  pulled 
away  to  a comfortable  lead  in 


SAME  DAY  FINISHING 
Black  and  White  film 
In  by  12:00  — Out  by  5:00 
ALLEN'S  PHOTO  SUPPLY 
24  No.  Univ.  Ave. 


the  second  half.  Bonham  got  15 
for  the  winners  and  Royd  Shym- 
way  picked  up  21  for  Mesa. 

Upper  Bracket 

11:00  a.m. — Pride  (Louisiana)  vs.  Lake- 
town  ( Gym ) . 

12:15  p.m. — Mar  Vista  (Calif.)  vs. 
Blanding  3rd  (FH). 

1:30-  p.m. — St.  Anthony  (Idaho)  vs. 
Calgary  of  Canada  (FH). 

2:45  p.m. — Long  Beach  1st  (Calif.-)  vs. 
Detroit,  Mich.  (Gym). 

4:00  p.m. — South  Jordan  vs.  Seattle 
(Gym). 

5:45  p.m. — Rupert  1st  (Idaho)  vs. 
Roosevelt  4th  (Gym). 

8:15  p.m. — Sixteenth  vs.  Ogden  12th 
(FH). 

Lower  Bracket 

11  a.m. — Lomita  (Calif.)  vs.  Ashton, 
Idaho  (FH). 

12:15  p.m. — Washington,  D.C.,  vs.  Mar- 
tinez, Calif.  (FH). 

1:30  p.m. — Biillings  2nd  (Mont.)  vs. 
Logan  18th  (Gym). 

2:45  p.m.— North  Hollywood  (Calif.) 
vs.  Hurricane  North  (FH). 

4:00  p.m. — Brigham  10th  vs.  Twenty- 
Sixth  (FH). 

5:45  p.m. — Snowflake  2nd  (Ariz.)  vs. 
Provo  13th  (FH). 

7:00  p.m. — Rosecrest  2nd  vs.  Ninth 
(FH). 


THE  OTHER  victory  for  the 
BYU  squad  came  when  the 
doubles  team  of  Brent  Turley 
and  Glen  Meier  managed  a 
straight  set  victory  over  their 
Lobo  opponents. 

The  results: 

Singles:  Jack  Kennedy,  N.M., 
defeated  Richard  Dixon,  BYU, 
6-3,  6-4.  Steve  Sanches,  N.M., 
defeated  Gary  Crandall,  BYU, 
6-4,  5-7,  6-2.  Charley  Rutz, 

N.M.,  defeated  Glen  Meier,  BYU, 
2-6,  9-7,  6-4.  Larry  Kingsley, 
N.  M.,  defeated  Brent  Turley, 
BYU,  1-6,  6-4,  8-6.  Laddie  Mills, 
N.M.,  defeated  Mike  Weber, 
BYU,  9-7,  6-4.  Kirby  McMasters, 
BYU,  defeated  John  Mumma, 
N.M.,  6-3,  6-1. 

Doubles:  Kennedy  - Sanchez, 

N.M.,  defeated  Dixon-Crandall, 
BYU,  6-2,  3-6,  6-1. 

Turley-Meier,  BYU,  defeated 
Rutz-Bill  Boyd,  N.M.,  6-3,  6-4. 

Mills-Mumma,  N.M.,  defeated 
Weber-McMaster,  BYU,  7-5,  4-6, 
8-6. 

Team  score:  New  Mexico,  7, 
BYU  2. 


HUISH  6ILH00L  THEATRES 


STUDENTS 
WITH  CARDS 
*0* 


PHONE  HUnter  9-5451 


Ten  Weeks  with  a CIRCUS 


BUY-TRADE  • HIRE  • SE£VI£g 
'WfalOSTand  POUND -SERVICE  -T 
HELP  WANTED  • EMPLOYME; 


’77s  Not  A Normal  Season 


Old  Timers  Set  Pac 


UPI — Rookies  are  the  tradit- 
ional heroes  of  spring  training  I 
but  it’s  the  “old  folks”  who  are! 
monopolizing  the  headlines  this 
year. 


BYU  Netters 
Fall  to  Lobos 
7-2  in  Opener 


One  reason  is  that  rainy  wea- 
ther early  in  the  training  pro- 
gram deprived  many  rookies  of 
a real  chance  to  strut  their  stuff 
and  another  is  that  veterans  al- 
ready are  tuning  up  to  make  fast 
starts  in  the  pennant  races. 

TAKE  YESTERDAY  when  39- 
year  old  Stan  Musial,  38-year 
old  Warren  Spahn  and  37-year 
old  Hank  Bauer  displayed  mid- 
season form  in  pacing  the  St. 
Louis  Cardinals,  Milwaukee 
Braves  and  Kansas  City  Athlet- 
ics to  victories. 

Musial,  working  like  the  most 
unheralded  rookie  in  camp  to 
make  up  for  a .254  campaign  in 
1959,  hammered  out  a homer 
and  a bases-filled  double  as  the 
Cardinals  pounded  out  a 12-8 
win  over  the  Cincinnati  Reds. 
Larry  Jackson  pitched  no-hit 
ball  for  the  Cardinals  for  five 
innings  but  then  Jerry  Lynch 
connected  for  a grand  slam  hom- 
er in  the  sixth. 

MUSIAL,  who  took  special 
workouts  during  the  winter,  is 
enjoying  one  of  the  best  springs 
of  his  career,  and  is  more  confi- 


dent than  ever  that  he’ll  mak^ 
comeback. 

Spahn,  21-15  last  season,  l|| 
fighting  to  prove  to  Manajj 
Charlie  Dressen  that  he 
work  on  a four-day  rotatl 
held  the  world  champion  ] j 
Angeles  Dodgers  to  unean 
runs  in  six  innings  as  the  Bra^ 
scored  a 6-4  victory.  Spah: 
stint  matched  the  previous  loi 
est  stint  turned  in  by  a Milwt 
kee  pitcher,  by  Carlton  Willf'. 
and  he  now  has  allowed 
two  runs  in  11  innings  if' 
spring. 

THE  BRAVES  scored  the  de- 
cisive runs  off  World  Ser 
hero  Larry  Sherry  in  the 
enth  on  a walk,  Joe  Adcoc 
triple  and  Lee  Maye’s  single!  J 

Bauer,  starting  a new  carjp. 
in  Kansas  City  arter  being  w l 
the  Yankees  since  1947,  blast  ^ 
out  five  hits,  including  two  d<  s! 
bles,  against  his  ex-teamma'' 
to  lead  the  Athletics  to  a 1(  . 
triumph.  Norm  Sieburn,  hitti  c 
.440  for  the  spring,  contribute 
a double  to  the  Kansas  City  i 
fense. 


ALBUQUERQUE — New  Mexi- 
co’s netters,  paced  by  defending 
Skyline  singles  champion  Jack 
Kennedy,  rolled  to  an  easy  7-2 
victory  over  Brigham  Young 
University  Saturday. 


It  was  the  first  match  of  the 
season  for  Coach  Buck  Dixon’s 
Cougars.  Kirby  McMaster,  a 
freshman,  supplied  the  only  sin- 
gles win  for  the  Cats  by  beating 
John  Mumma  6-3,  6-1. 


’Mural  Spring  Deadlines  Liste 


CLASSES  MOVE 
All  P.  E.  classes  scheduled  to- 
day should  meet  in  the  extension 
of  the  Smith  Fieldhouse  to  avoid 
conflict  with  the  M-Men  basket- 
ball tournament  which  will  be  in 
progress  on  all  three  hoop 
courts. 


MEN’S  ’MURALS 

Table  tennis  singles  entries 
close  Friday  at  5 p.m.  Badmin- 
ton doubles,  handball  doubles 
and  softball  entries  close  on 
April  1 at  5 p.m.  in  the  intra- 
mural office. 


WOMEN’S  MURALS 

Entries  for  this  quarter’s 


women’s  bowling,  tennis,  b* 
minton  and  softbal?  are  d 
Thursday  at  5 p.m.  Entry  blam" 
can  be  picked  up  ac  the  bulle  k 
board  of  the  women’s  gym.  cr 
There  will  be  a meeti^1, 
Thursday  for  all  team  manage  r 
ward  sports  directors  and  inti  r‘|* 
mural  council  members. 


Cox  Brothers 
SINCLAIR  SERVICE 

\ 303  West  1st  North  Provci 
DISCOUNTS  TO  STUDENTS 
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Having  A Party? 
Need  Refreshments? 


CONTACT 


CATERING 


Extension,2637 


Please  Call  Between  9 and  1 1 a.m., 
1:30  and  4 p.m. 


Tuesday  through  Friday 

SSSSSSSSSSSSSSSSSSSSSSSSSSSSSS  Ji";. 
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TO  FLACK  All 
AD  CALL 
PRA-im 
■it.  ion 


tpcelal  Notices 


RICAN  RUBBER  STAMPS.  Deep  cut — 
itter  impression.  AC5-0900.  A5 


MAKE  your  reservations  for  parties,  dubs, 
and  banquets.  At  the  Skyliner,  746 
Bast  820  North.  J.  F.  Elder,  FR  3-0269 
or  AC  5-4812.  M28 


C D A 

is  back  at 
50c  A CARD 
watch  for  further  notice 


|5  Beauty  Salons 


(IVIDUAL  styling,  Faye  Rose,  hair  sty- 
lus, coloring.  149  W.  1st  N.  FR  3-5108. 


jt  Cleaners  j Dyers 


‘ 'SPECIALISTS.”  Cleaning,  pressing,  mend- 
ing, re- sizing.  (Your  doth.es  best 
friend).  Authorized  campus  deaner. 
Phone  FR  3-5600,  FR  3-5830.  Durf. 


35  Radio  S TV  Service 


UNIVERSITY  T.V.  Service.  For  guaranteed 
service  on  all  makes  call  FR  3-1143. 
418  W.  Center.  A6 


RALPH’S  Radio  & TV.  91  South  300  West. 
FR  3-4713.  Over  25  years  service  in 
Utah  County,  TFN 


38  Watch  Repairing 


MASTER  Watchrepair.  Cleaning,  regulat- 
ing only  $3.00  will  replace  crystals, 
staffs,  stems,  mainsprings.  Satisfaction 
guaranteed  or  money  back.  Phone  Wil- 
liam, the  campus  watchmaker.  FR3- 
6991  after  4 p.m.  (313  E.  400  N.)  A8 


39  Dressmaking 


CUSTOM  sewing,  no  patterns  required. 


Wedding  dresses  my  specialty.  Work 
guaranteed.  Call  Mildred  Blckham.  Mil- 


42  Help  Wanted 


SUMMER  employment  waitresses.  Bowery 
Haven  Resort,  Fish  Lake,  Utah.  Write 
Melroy  Nelson,  Manager.,  Richfield. 
Utah.  A14 


QUOTE-  wanted-  Young  males  for  train- 
ing as  teletype  operators.  Must  be 
agreeable  to  training  and  working  in 
the  Los  Angeles  area.  Previous  ex- 
perience will  be  helpful,  but  is  not 
necessary.  Must  be  touch  typists.  Ap- 
ply to  Mr.  Bronson,  Western  Union.  22 
North  University,  Provo,  Utah.  M22 


45  Dressmaking,  Tailoring 


TAILOR  your  husband's  suits.  Easy,  fun. 
Save  50%.  German-trained  instructor. 
AC  5-4484. M22 


55  Restaurants 


56  Recreation 

BRING  the  gang  and  relax  at  Regal’s! 
Pool  and  ping-pong  only  30c  an  hour 
Der  person.  Regal  Recreation,  118b 
North  University.  A17 

62  Furniture  for  Sale 

APPLIANCES,  furniture.  New,  used.  Terms. 
Gain.  165  West  1st  North.  A7 

NEW  used  and  rebuilt  vacuum  cleaners, 
all  kinds  from  $5.00  to  $50.00.  FR3- 
3039.  TFN 

64  For  Sale-Miscellaneous 

USED  bicycles  in  good  repair,  boys  or 
girls.  Will  also  rent.  Call  FR3-1601. 

M24 

WASHING  machine  for  sale.  Norge  - ex- 
cellent condition.  $35.00  FR3-7527. 
Jim  Bean.  M23 

HAMMOND  Organ  like  new.  Call  FR3- 
7474  after  5:00  p.m.  $1,000.00.  M25 

71  Apartments  for  Rent 

VACANCY  for  two  girls  in  nicely  furn- 
ished cooperative  holise.  Ideal  location. 
342  N.  3rd  E.  Call  FR3-8987.  M28 

FURNISHED  apartment  for  boys.  Excel- 
lent location.  635  N.  1st  E.  M24 

NEAR  campus,  two  rooms.  Clean  com- 
fortable. Ground  floor  $30.00.  HU9- 
6595.  M22 

MEXICAN  food  in  a tantalizing  style 
from  El  Mariachi — 3rd  South,  7th  East 
Latin  atmosphere  Also,  eating  and 
dancing  facilities  for  ward  groups, 
social  units,  and  parties  at  reduced 
prices.  FR3-641L  M31 
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WANT ADS 


71  Apartments  for  Rent 

MEN  - very  near  campus  at  522  N.  400 
E.  AC5-4411.  M25 

VACANCY  for  one  male.  New,  deluxe, 
study-living  room  and  bedroom.  Close 
to  campus.  $20.00.  1270  E.  Apple 
Avenue.  FR3-6965.  M25 

APARTMENT  close  to  lower  campus.  Four, 
five,  or  six  boys.  Large  closets.  Auto- 
matic washer.  603  N.  1st  W.  M23 

UNFURNISHED  3 room  apt.  for  couples. 
Pay  utilities.  $50.00.  FR3-5372.  TFN 

PROVO.  Place  for  one  male  student  in 
new  apt.  HU9-5924.  Mar  25 

LARGE — Three  room  and  bath.  Refrigera- 
tor, stove,  garage,  laundry.  Most  utili- 
ties furnished.  Couples.  55  E.  2 N., 
FR  3-6301.  A15 

BATCHING  room  for  one  boy,  620  N. 
University,  $16,  FR3-4756.  M23 

72  Rooms  with  Board 

FOR  two  boys.  Room  and  board,  511  S. 
1350  E.  FR3-5867.  M23 

MEN  - Enjoy  economy  via  co-operative 
purchasing.  Serveral  openings.  House 
of  Israel.  FR4-1494.  M23 

REASONABLE  rates.  Private  shower. 
Washing  facilities.  AC5-2900,  after  5 
FR3-1332.  M24 

BOARD  and  room,  call  Jim  Bean  at  FR3- 
7527.  Washing  facilities.  M23 

ROOM  and  board  one-half  block  from 
campus.  765  N.  4th  E.  FR3-8855.  M23 

73  Sleeping  Rooms 

ROOMS  or  apartment.  Space  for  four 
men.  522  North  4th  East.  Call  AC 
5-4411.  TFN 


PROFESSIONAL  COOK 
7 DAYS  A WEEK 
3 MEALS  A DAY  — $48  MONTH 
2 MEALS  A DAY  — $40  MONTH 
y2  BLOCK  FROM  CAMPUS 
765  N**4th  E FR3-8855 


RENT  a car.  Day,  week,  montn.  Ash- 
Hertz  Rentals.  175  North  1st  W i 
FR3-9500.  


93  Riders  Wanted 


98  Bicycles,  Motorcycles 


BICYCLES.  New,  used.  Repairs  and  acc 
sories.  Schwinn  dealer.  "Roy’s.”  1( 
West  1st  South.  FR3-1744. 


98  Autos  for  Sale 


